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New Cats 


Mr Lung: He is a new visitor but he is very active 
as he has been seen going to the feeder often. 


He has a curious pattern on his back which resembles 


the human respiratory system. 


Ms Warn: She is an illusive cat with not much 
~~ information about her. However, she growled at another 


cat in a daring show of defense. 


Cat Gossip 


Mr Fresh appeared today! This was well documented due to the Beef 


Conquest which freed up the feeder cam allowing viewers to enjoy our 
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beautiful boy in all angles. 


The Mount Kibble Crisis 


Mount Kibble has made a grand return. It covers around 60% of the feeder 


cam. This is bad news. However this is not much compared to recent times. 


Mr Fresh’s Local Weather. 


WEATHER 3:01 AM 


( f °o Wind SSE 6 km/h 
Wind Gusts 6km/h 
RealFeel 6 


Clear Air Quality Very Unhealthy 
MORE DETAILS > 


The nights are getting warmer as we approach spring and the wind is dying down. 


This means more comfortable weather for our favorite boy. 


